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OXC 6031 
2 2 NOV 1963 


MEMORANDUM FOR: Deputy for Technology, QSA 


SUBJECT; 


Dr. Guy Steve r. Member of the Kinxel Board 


| celled on 21 November to »ee if we could 

comply With Dr. Stever's request to spend approximately 
one day with your people for further and more detailed dis- 
cussions about the OXCART developmental effort. | 
suggested December 10, and I indicated this should be all right 
and that we would settle on that date. He will be here at 


25X1 A 


1000 hours. 
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I 25X1 A 


Executive Officer, OSA 

25X1 A EO/OSA HZ (22 Nov 63) 
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